EL CAPITAN MOTEL 
1300 East Hwy 66 • On U.S. Highway 66 
Gallup, New Mexico 87301 
HEATED POOL 

40 New and Spacious Rooms • Singles, Doubles 
and Family Suites • Free T.V. and Telephone In 
All Rooms • Air Conditioned • Individual Ther¬ 
mostat Heat • Ceramic Tiled Baths • W/W Car¬ 
peting • 24 hr. Coffee Shop adjacent. 

Telephone 505 * 863-6828 
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